HOTEL PATTEN 

CHATTANOOGA, TENN. 

Coffee Shop, Grill and Private Dining Rooms 
Air Conditioned. Over $250,000.00 recently 
spent on improvements. 

7 mi. from T.V.A. Chickamauga Dam and Lake. 
J. B. Pound, Pres. J. Garnett Andrews, Mgr. 
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HOTEL 
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Chattanooga, 

Tenn. 


DE SOTO BEACH HOTEL . Savannah Beach, Ga. 
























